
UNION STATION. St. Louis, Mo. 
Union Station, ISth and Market streets. 
The largest in the world, covers 11 acres. 
All trains in to and out of St. Louis aj; 
rive and depart at Union station. 

Grand Central Hall has a floor ary 
8800 square feet. The Power 
which supplies power, heat, etc., /(O' WAY 
station covers 10 acres. I 
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Union Station, St. Louis, Mo. 




















